NEW MODEL OUTLINE MO-7 


INTERIOR 


Instrument Panel 


The functional components of the instrument panel have been centrally concentrated to create open space, 
and the center cluster panel has been given an original circular design. 
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Center Cluster 


@ Inlaid work-like precise parts arrangement is used on the center cluster panel to express luxury. 


@ Two types of center clusters have been made available, one with and one without the multi display. 
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With Multi Display Without Multi Display 


MO-8 NEW MODEL OUTLINE 


Combination Meter 


@ The two-dial type optitron meter with the multi information display is used. 


@ The metallic style and the illuminated scale of the whet-finish ring along with the three-dimensional dial, 
give the delicacy and elegance of handcrafted wristwatches. 


e@ A function that fades in the dial illumination when the meter activates has been implemented, creating a 
feeling of luxury. 
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Shift Lever 


@ A gate type shift lever with an S-mode position is used. 


@ Two types of shift lever knobs are available: the leather-covered chrome type (standard) and the 
leather-covered wood type (optional). 
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NEW MODEL OUTLINE 


Steering Wheel 


MO-9 


@ The following two types of steering wheels are available: 3-spoke leather-wrapped and 3-spoke 


leather-wrapped with wood-grain. 


@ A newly designed steering pad switch is used, which allows the audio, multi-information display, 


telephone* and navigation voice recognition systems* to be easily operated. 


*: Telephone switch and voice switch are provided if the telephone and navigation system are optionally 


installed. 


@ The cruise control switch and the distance control switch have been incorporated in the steering wheel for 


ease of operation. 


3-Spoke 3-Spoke 


Leather-wrapped Leather-wrapped with Wood-grain 


Design 
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Equipment Standard Option 


Console Box 


The console box lid can also be used as an armrest. This lid can be opened and closed using the slide open 
button and the slide close cap located close to the driver’s hands, thus improving the usability of the console 


box. 


Slide Open Button Armrest eee a 


Slide Close Cap 
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Console Box 


